SOME ORDERS OF ARCHITECTURE

Specially drawn for this work.
Though the Greeks were such wonderful builders and must have known about arches, they
seldom used them, but made the openings in their structures square, the entablature or upper
part being supported on columns which in turn rested on pedestals. We see here the great
Doric and Ionic orders as they were fashioned both by Greeks and Romans ; the Corinthian,
as developed by Romans ; and the Composite, a blend between Ionic and Corinthian.
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